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Richland  Caty  (Council  has  thrown  cold  water  on  a  |>ro|x)sal  that  the  (ity  build  ami  operate 
a  power  generating  facility  in  connection  with  the  Hanford  reactor.  It  voted,  5-2,  against  ap¬ 
pointment  of  a  coniiniltee  to  stmly  feasibility  and  financing  of  the  project.  (Commented  Coun¬ 
cilman  Robert  .McKee;  “We  haven’t  sold  SI0(),0(K)  in  bonds  in  Richland  and  you’re  talking 
about  $90  million.”  Richland  operates  its  own  electric  distribution  system,  purchasing  power 
from  Bonneville. 

A  |>ower  link  In'tween  the  Northwest  and  Florida  is  e.\pectetl  by  April  1962,  Bruce  |ohnson, 
I'SBR  division  head  at  Billings,  told  the  .Missouri  Interagency  meeting  in  Minot,  N.  D.  Link¬ 
ing  j>oint  will  be  at  Fort  Peck,  .Mont.,  he  said.  Commenting  on  the  growth  of  bureau  power 
protluction  in  the  .Missouri  Basin,  Johnson  reported  that  in  the  fiscal  year  installations  at  Can¬ 
yon  Ferry,  .Mont.,  Fort  Peck  Garrison  Dam  in  North  Dakota,  and  Fort  Randall  and  Gavins 
Point  Dams  in  South  Dakota  produced  more  than  1  billion  kwh  for  use  in  a  seven-state  area. 

R.  C.  Electric  has  taken  over  operating  control  of  International  Power  Sc  Engineering  Con¬ 
sultants,  which  will  continue  Peace  River  engineering.  The  announcement  was  followed  by 
resignation  of  Thomas  Ingledow,  I  PEC  president  (who  will  form  a  new  consulting  firm)  and 
live  other  officers— K.  H.  Kidd,  .A.  |.  (i.  Leighton,  Denis  H.  .Mears,  C.  H.  .Maarman  and  L.  H. 
|.  Cook. 

B(iE  gained  control  from  B.  C.  Power  (iorp.  ami  Balfour  Beatty  &  Co.,  equal  owners,  through 
an  arrangement  that  places  five  BCE  directors  on  the  IPEC  board.  The  utility  bought  a  share 
of  Balfour  Beatty  interest.  B.  C.  Power  C.orp.  retains  all  its  share  interest  but  has  given  up 
management  control. 

William  O’Gara,  former  IPEC  vice  president  in  charge  of  mechanical  and  structural  engi¬ 
neering,  became  acting  manager. 

Initiative  No.  25  (aimed  at  Tacoma’s  $120  million  (Cowlitz  development)  was  declared  uncon¬ 
stitutional  by  Judge  Henry  Clay  .\gnew  in  Pierce  County  Superior  Court.  The  decision  will 
be  appealed  to  the  state  supreme  court  but  work  can  continue  on  .'Vlayfield  Dam  without 
threat  of  injunction.  Fhe  spillway  section  is  virtually  complete  and  the  main  arch  has  reached 
a  height  of  about  10  ft.  with  190  ft  to  go. 

.A  taxpayer’s  suit  to  halt  Seattle’s  Boundary  project  (on  grounds  that  the  city  could  not  con- 
ilemn  PUD  properties)  was  dismissed  in  King  County  Superior  Court.  The  city  held  that  the 
suit  was  sponsored  by  the  Pend  Oreille  County  PUD,  which  already  has  a  case  before  the  Cir¬ 
cuit  (iourt  of  .Appeals  opjK)sing  FPC  license  for  the  project. 

(.olumbia  Basin  Electric  (a)operative,  Heppiier,  Ore.,  has  lK*cn  granted  the  first  exclusive 
allocation  of  territory  under  a  bill  passed  by  the  1961  Oregon  legislature.  The  area  includes 
a  part  of  the  Boardman  Space  .Age  Industrial  Park,  established  by  the  State  of  Oregon  and 
leased  to  Boeing  .Air|)lane  Co. 

In  its  restudy  of  a  third  power  house  at  (>raml  C«)ulee  Dam,  USBR  is  considering  feasibil¬ 
ity  of  lioosting  the  generating  capacity  as  high  as  5.5  million  kw,  Reclamation  Commissioner 

I  Floyd  E.  Dominy  said  in  a  talk  at  the  University  of  Idaho  Nov.  7.  The  generators  could  run 

as  high  as  150,000  to  200.000  kw  of  installed  capacity  for  each  unit,  he  ptointed  out.  The  study 
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WHAT  GOES  ON  IN  PCEA 
23RD  IN  A  SERIES 


"KILOWATT 

KOLLEGES” 

By  Lorin6  M.  Craft,  chairman,  PCEA  Home  Economics  Committee; 
District  Home  Economist,  Westinghouse  Appliance  Sales. 


The  PCEA  Home  Economics  Committee  is 
continuing  its  successful  program  of  “Kilowatt 
Kolleges,”  one-day  seminars  at  which  high  school 
and  college  Home  Economics  instructors  are  kept 
informed  on  what’s  new  in  modern  electric  appli¬ 
ances.  In  this  way,  we  hope  to  inspire  them  in 
their  jobs  of  teaching  tomorrow’s  homemakers 
about  foods  and  fabrics — the  electric  way. 

In  our  recent  programs,  the  latest  refrigerator- 
freezers,  freezers  and  electric  ranges  were  brought 
to  life  by  using  them  to  prepare  succulent,  mouth 
watering  beef  recipes.  Properly  refrigerated  and 
frozen  meats  were  cooked  and  then  served,  or 
packaged  for  the  freezer. 

“Duds  and  Detergents  in  a  Tub’’  was  the  title 
of  our  demonstration  of  the  ease  of  laundering 
new  fabrics  in  electric  washers  and  dryers.  In 
other  demonstrations,  the  teachers  learned  how  to 
get  the  best  results  with  automatic  dishwashers 
and  how  to  produce  gourmet  foods  with  portable 
appliances. 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 

Queition*  and  tuggeitions  on  any  PCEA  activity  are  invited. 

S30  West  6lli  Street,  Let  Angelet  14  •  681  Market  Street,  San  Francitce  S 


will  update  one  made  in  the  early  1950s,  which  considered  up  to  12  additional  units  of  108,- 
(MK)  kw  each. 

A  three-for-one  split  of  Pacific  Gas  Sc  Electric  common  stock  will  be  put  before  stockholders 
at  a  special  meeting  on  Dec.  20.  The  plan,  approved  by  company  directors,  would  change  the 
25  million  authorized  shares,  $25  par  value,  into  75  million,  $10  par  value. 

Hawaiian  Electric  Ck).  directors  have  voted  a  3  for  1  common  stock  split,  increasing  author¬ 
ized  share's  from  1,100,000  to  3,3(K),000  and  lowering  par  value  from  $20  a  share  to  $6.(ifi.  The 
stock  jumped  more  than  10  jx)ints  to  112  after  the  news,  even  though  the  State  Public  Utili¬ 
ties  Gommission  still  must  approve. 

Portland  (General  Electric  Co.  will  issue  $12  million  in  first  mortgage  bonds.  Its  plan  calls 
for  sale  of  the  series  due  in  199i  through  private  safe  to  a  group  of  institutional  pur¬ 

chasers. 

.A  $10  million  Irond  issue  to  help  finance  Idaho  Power  Co.’s  Snake  River-Hells  (Canyon  devel¬ 
opment  was  offered  early  in  November  through  a  group  headed  by  Blyth  &  Co.,  Lazard  Freres 
and  the  k'irst  Boston  C^orp.  The  bonds,  due  in  1991,  are  priced  at  1(M).509{^  to  yield  \Al^c. 

WESTERN  GROWTH 

.A  program  instituted  by  the  Chelan  County  PUD  is  said  to  make  it  possible  for  the  first 
time  to  measure  accurately  the  quantity  of  water  flowing  through  a  hydroelectric  turbine. 
Bids  were  opened  recently  for  two  steel  bell-mouth  assemblies  more  than  40  ft  wide  which 
will  be  placed  on  the  intake  side  of  power  units  at  R(Kk  Island  Dam,  t*)  direct  a  measurable, 
nonturbulent  flow  of  water  into  the  units.  Results  of  the  tests  wilf  be  useil  to  calibrate  the 
generators  and  check  information  previously  obtained  through  nuKlel  tt*sts  and  by  mathemati¬ 
cal  analysis.  Installation  of  the  assemblies  will  be  under  the  supervision  of  R.  \V.  Beck  As¬ 
sociates. 

In  a  departure  from  tradition,  the  Bureau  of  Reclamation  has  negotiated  contracts  with  six 
engineering  firms  for  preconstruction  surveys  of  basic  Cxrlorado  River  Storage  project  transmit 
sion  lines.  The  work,  under  contracts  totaling  $1,450,(8)0,  w'ill  supplement  government  surveys 
already  under  way.  .According  to  the  bureau  announcement,  “the  survey  work  is  being  expe¬ 
dited  to  avoid  delays  by  the  onset  of  heavy  winter  snows  in  mountainous  areas.”  Ordinarily, 
survey  and  Iwation  work  is  performed  entirely  with  bureau  field  forces. 

The  Federal  Power  Commission  has  granted  the  .Sacramento  MUD  authority  to  increase  the 
size  of  L(M>n  Lake  on  the  Upper  .American  River  project  to  76,.5(K)  acre-ft.  The  district  will 
(hange  the  present  lO-ft  dam,  built  about  1900,  to  a  100-ft-high  nnk-fill  structure  and  redesign 
the  spillway. 

.A  new’  $500,000  radar  weather  station  in  Missoula,  .Mont.,  was  to  be  commissioned  and  placed 
in  operation  Nov.  1.  The  slave  antenna  and  pickup  station  on  8,4(M)-ft  Point  Six  .Mountain,  10 
miles  north  of  the  .Missoula  County  .Airport,  are  in  place  and  are  already  able  to  send  down 
some  weather  data  via  microwave.  It  is  the  nation’s  highest  and  only  remote-control  weather 
station.  So  far  the  radar  can  see  only  alx^ut  200  miles  but  the  final  adjustment  will  make  it 
possible  to  pick  up  weather  for  .300  miles. 
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CONTRACTORS  ACTIVITIES 

Hawaii  and  the  Pacific  Islands  were  moved  back  into  District  9  of  the  National  Electrical 
Contractors  Assn,  in  a  bylaws  change  approvetl  at  the  national  convention  in  Washington, 
1).  C.,  last  month.  This  was  accomplished  with  the  acquiescence  of  District  6  of  the  North¬ 
west  states  which  had  in  a  surprise  move  some  years  ago  needled  District  9  by  getting  the  vote 
i«)  place  a  potential  Hawaii  Chapter  in  that  jurisdiction.  .  .  .  Norman  Ferguson,  (California 
Electric  Works,  San  Diego,  was  re-elected  vice  president.  District  9.  V'^ice  president  for  District 
5,  which  includes  New  .Mexico  and  .Arizona,  will  be  jack  W.  Slaughter  of  S  &:  S  (Construction 
(Co.,  Kansas  City,  Kan. 

The  6%  national  contract  fringe  issue  was  discussed  briefly  in  the  NE(C,A  board  of  govern¬ 
ors’  meeting,  although  not  officially  on  the  agenda,  and  it  was  agreed  by  President  Webster 
that  no  decision  would  be  reached  by  the  executive  committee  before  a  full  discussion  was  had 
at  the  next  board  of  governors’  meeting. 

A  chance  to  visit  the  Century  21  World’s  Fair  in  Seattle  has  already  boosted  the  requests  for 
room  reservations  for  the  tri-district  NE(C.\  annual  convention  in  Seattle  July  18-21.  Puget 
■Sound  Chapter,  NECC.A,  is  making  the  reservations.  Its  original  block  of  2(K)  nxmis  has  been 
retpiestetl  and  75  more  are  being  sought  from  the  convention  housing  committee  of  Seattle. 
It  promises  to  be  the  largest  tri-district  convention  ever  held. 

Puget  Sound  (Chapter,  NE(C.\,  is  developing  its  public  relations  program  on  a  very  broad 
front.  It  is  holding  meetings  with  architects  and  considting  engineers  to  present  its  reason¬ 
ing  for  requesting  that  they  use  a  select  bid  list  on  large  projects  to  assure  qualified  bidders 
who  can  perform  their  projects  with  skill  and  elficiency.  .Another  phase  of  activity  is  with  the 
(Construction  Specifications  Institute.  .A  presentation  has  been  made  to  it  for  keeping  luminous 
and  integrated  ceilings  in  the  electrical  specifications  rather  than  taking  them  out  and  making 
a  separate  section  of  them.  .Another  activity  has  been  informal  negotiation  with  IBEW  l^cal 
■16,  proposing  the  training  of  existing  journeymen  in  house  wiring  methods  to  enable  them 
to  compete  with  nonunion  men  in  this  field.  Being  untrained  in  house  wiring,  their  produc¬ 
tion  is  low  and  nonunion  workers  prove  faster  and  are  getting  most  of  the  house  wiring  busi¬ 
ness.  In  Everett  a  similar  discussion  is  going  on  to  meet  the  house  wiring  problem. 

,A  four-hour  bid  moratorium  plan  is  starting  in  the  Seattle  area  under  the  joint  operation 
of  the  .Associated  General  (Contractors,  the  .Mechanical  Contractors  .Assn,  and  the  National 
Electrical  Contractors  chapter.  Part  of  the  plan  includes  the  general  specifying  which  me¬ 
chanical  and  electrical  contractors  he  will  use  should  he  be  awarded  the  contract. 

(Consolidation  (»f  two  IBEW  local  unions  has  been  effected  in  the  Pacific  Northwest.  The 
local  1032  at  Bellingham  has  been  (onsolidated  with  Local  191  at  Everett.  However,  the  exist¬ 
ing  agreements  at  Bellingham  will  remain  unchanged  until  July  I,  1962. 

Practicing  what  it  preaches,  the  Oregon-Cxdumbia  Chapter,  NEC.A,  in  enlarging  its  office 
area  has  installed  a  luminous  ceiling,  300  f-c  lighting  installation  in  .Manager  Robert  Burns’ 
office  and  lighting  that  produces  200  f-c  in  the  general  office  area.  The  building  belongs  to 
the  chapter  and  a  former  tenant  who  had  the  front  moved.  The  space  was  taken  up  by  the 
chapter  for  additional  office  space.  The  builditig  includes  two  conference  rooms  and  is  also 
completely  ait  conditioned  and  electrically  heated.  Burns’  office  ttiakes  use  of  the  new  polar¬ 
ized  lens  (Corning)  globe  fixtures.  The  heat  from  the  lamps  is  utilized  in  the  air  condition¬ 
ing  system,  permitting  removal  of  2,00(1  w  of  baseboard  heat.  The  Construction  Specifications 
Institute  also  meets  in  the  conference  room  there. 

The  area  covered  by  the  Oregon-Columbia  Chapter  has  been  increaseil  to  include  parts  of 
Siskiyou  and  .Modoc  (bounties  in  California  on  the  south.  The  chapter  includes  three  coun¬ 
ties  in  Washington  on  the  north.  Carl  Sorensen  is  assistant  manager,  resident  in  Eugene. 

Jack  Sullivan,  who  has  conducted  NEC.A  workshops  as  well  as  financial  analysis  surveys 
among  the  chapters  of  the  West  working  out  of  Charles  Scholibo’s  office,  San  Francisco,  has 
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resigned  to  accept  the  assistant  managership  of  San  Francisco’s  Electrical  Industry  Fund.  Sev¬ 
eral  workshop  programs  and  financial  analysis  programs  planned  by  Sullivan  are  being  post¬ 
poned  until  Scholibo  receives  more  staff  assistance  from  headquarters.  He  has  requested  that 
more  staff  personnel  be  IcKated  in  his  office  for  Western  service  to  the  chapters. 

Health  and  welfare  area  plan  in  the  northern  California  and  San  Francisco  Kay  area  is  un¬ 
dergoing  a  change  of  contract.  Claims  against  California  Physicians  Service  for  medical  care 
and  treatment  of  electrical  workers  and  their  families  exceeded  the  income  by  several  thou¬ 
sand  dollars  and  renewal  of  the  contract  calls  for  increase  in  rale  per  employee.  Bitls  were 
taken  from  several  insurance  carriers  for  a  new  contract  to  cover  the  same  benefits  and  Union 
Labor  Life  Insurance  Co.  was  the  low  bidder.  Cost  of  coverage  per  employee  goes  up  from 
around  $17  to  over  $20.  .\  central  administrative  office  for  the  health  and  welfare  area  plan 
is  being  set  up.  This  program  by  itself  is  over  a  million-dollar-per-year  undertaking. 

Incandescent  Supply  Cat.  of  California  has  a  new  president  and  chief  executive  officer,  R.  D. 
("olburn,  chairman  of  the  Ixiard,  has  announced.  He  is  William  W.  Hoban,  formerly  North¬ 
ern  California  District  manager  for  Toastmaster  Division,  .\IcCiraw-Edison  Co.  Ralph  Phillips, 
after  more  than  35  years  in  the  industry,  retired  but  continues  as  a  member  of  the  board  of 
tlirectors. 

Nearly  100%  attendance  for  the  weekly  commercial-industrial  lighting  classes  sponsored  by 
the  Electrical  Contractors  Division  of  San  Diego  Kureau  of  Home  .Appliances  is  re|}orted.  The 
division  also  sponsored  the  appearance  in  .San  Diego  of  .Andrew  H.  Corman,  manager  of  com¬ 
mercial  wiring  promotion  of  the  National  Wiring  Bureau.  The  (iontractors  Division  sponsored 
T\’  spot  announcements  on  House|>ower  during  October. 

)ohn  Hcns'itt  is  again  the  state  chief  electrical  in.s|>ectur  tor  Washington,  returning  to  the 
office  that  he  previously  held  from  1949  to  ’55.  With  amendments  to  the  state  law  at  the  last 
legislature,  fees  are  now  charged  for  inspection  and  this  has  enabled  the  department  to  put  19 
inspectors  in  the  field  where  there  had  only  been  10  before.  The  license  fee  for  contractors  has 
been  raised  from  $50  to  .$75  and  Hewitt  hopes  to  have  a  coverage  of  at  least  55^^;  instead  of 
25r^  of  all  of  the  work  done  in  the  state. 

Plans  for  observance  and  public  publicity  to  National  Elettrical  Week  are  now  available 
from  the  .St.  Louis  headquarters  at  107  N.  Eighth  St.  With  a  theme  “Electricity  Powers  Prog¬ 
ress,”  Harold  .A.  Webster,  chairman  of  the  National  Electrical  Week  committee  and  president 
of  NEC.A,  urges  the  entire  electrical  industry  to  make  the  most  of  this  national  promotion  to 
make  it  more  important  than  ever  before.  .A  kit  offering  promotional  materials  and  ideas  for 
activities  is  available.  It  is  not  tex)  early  to  start  making  plans  for  the  Feb.  11  week  in  1962. 

James  H.  McGraw  .Award  for  Electrical  C’x>ntractors  was  presented  at  the  NEC.A  national 
convention  Oct.  11,  Washington,  D.  C.,  to  C.harles  W.  Moseley  of  Charlotte,  N.  C.,  for  plan¬ 
ning  and  promoting  the  organization  (»f  line  construction  contractors  into  effective  regional 
chapters.  Three  of  those  chapters  are  active  in  the  Western  staters,  namely,  the  Intermountain, 
Pacific  Northwest  and  California-Nevada. 

Los  .Angeles’  Mayor  Yorty  formed  two  subcommittees  of  the  Caty  Building  &:  .Safety  (iommis- 
sion  to  study  building  and  electrical  codes  which  he  claimed  force  home  builders  and  others 
to  pay  up  to  \{)^f  more  than  is  actually  necessary  for  many  new  homes.  One  committee  is  to 
study  the  electrical  ccxle,  the  other  the  building  regulations. 

.An  all-electric  office  building  followed  by  two  total  elettrical  .Medallion  apartment  houses 
and  another  all-electric  office  building  will  be  prominent  in  the  S5(K)  million  Century  City  to 
be  built  on  the  260-acre  Century-Fox  studio  grounds  in  Los  .Angeles.  The  project  when  com¬ 
pleted  will  house  a  residential  population  of  l7..5(Mf,  a  working  |x>pulation  »)f  25,(HM).  There 
will  be  24  office  buildings.  21  luxury  apartment  houses  and  an  integrated  shopping  center, 
medical  tenter  and  a  major  hotel  with  underground  garages  for  10,000  cars. 

Concern  that  local  electrical  workers  would  not  be  utilized  in  construction  of  the  transmis¬ 
sion  line  of  the  Colorado  River  Storage  Projett  was  expressed  at  an  International  Brother- 
h(K)d  of  Electrical  Workers  meeting  in  .Salt  Lake  City  recently  by  V.  Ci.  Pearson,  business 
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manager  of  Ltxal  57.  They  were  told  that  many  of  the  lines  now  under  constriution  by  US- 
BR  were  being  eonstrurted  by  labor  imported  from  outside  the  states  involved  whereas  pri¬ 
vate  utility  companies  have  always  taken  the  lircal  labor  jx>ols  into  consideration  in  their  con¬ 
struction  of  facilities.  Plans  were  made  by  the  group  for  protesting  to  legislators  and  public 
officials. 

Dr.  H.  Richard  Blackwell  of  Ohio  .State  L’niversity,  well-known  Illuminating  Engineering 
SsKiety  researcher,  was  scheduled  to  adilress  the  Oregon  Section  of  lES  at  its  Nov.  15  special 
meeting  at  .Multnomah  Hotel,  Portland,  Ore.  He  was  likewise  to  speak  at  the  University  of 
Oregon  at  Eugene.  Dr.  Raymond  Roy,  past  president  of  the  Oregon  Optometric  S<Kiety,  was 
the  speaker  at  the  October  lES  chapter  meeting  and  dramatized  his  subject,  “Biinxidar  Vision,” 
by  having  all  of  the  audience  wear  an  eye  patch  on  one  eye  for  the  duration  of  the  luncheon. 

.Salt  Lake  Clity  airport’s  new  British-developeil  approach  lighting  system  will  be  installed  by 
Wasatch  Electric  C^o.  of  that  city,  who  was  low  bidder  on  the  job.  It  had  recently  completed 
the  wiring  installation  for  the  new  airport  building.  The  British  system  uses  a  single  set  of 
lighting  units  for  approaching  aircraft,  providing  a  bar  of  red  and  white  lights  visible  to  the 
pilot  descending  on  the  proper  path  to  a  safe  landing. 

Outvoting  Gov.  Mark  Hatfield  of  Orc*gon,  State  rreasurer  Howard  Belton  and  .Secretary  ot 
State  Howell  .\ppling  )r.  won  out  to  use  convict  labor  on  two  state  buildings,  one  a  woman’s 
prison  unit  at  the  state  penitentiary.  Hatfield  maintained  it  was  sound  public  policy  to  have 
state  buildings  built  by  private  contractors  by  bid.  He  was  outvoted  by  the  others. 

If  a  restaurant  has  a  stage  with  lighting  equipment,  an  official  interpretation  of  the  National 
Electrical  G(xle  has  been  given,  its  wiring  is  subject  to  .\rticle  520,  whereas  restaurants  without 
stages  are  not,  it  was  rerently  announced. 

ASSOCIATION  REPORTS 

Dc'spite  the  strong  gas  promotion,  the  electrical  heating  industry  in  the  .Spokane  or  Inland 
Empire  area  is  setting  a  goal  of  7(M)  installations  of  both  residential  and  commercial  electric 
heat  for  this  fall.  The  Inland  Empire  Electrical  League  is  carrying  on  a  promotion  of  T\' 
commercials  in  the  professional  fcxttball  broadcasts  aiul  contractors  tying  into  the  program 
receive  an  equal  share  of  the  radio  s|K)ts  with  their  names  and  phone  numbers  in  the  sign-off 
to  give  the  sales  message  hxal  impact.  The  Inland  Empire  Ghapter,  N'EC',.\,  has  participated 
in  industry-wide  promotions  of  electric  heat  in  Spokane  and  in  Pasco  as  well  as  in  newspaper 
advertising. 

British  Golumbia  Electrical  .Service  League  Manager  |.  R.  D<x)ley  repirts  a  growing  in¬ 
terest  in  electric  heat  throughout  that  province,  particularly  in  the  Okanagan  and  K(X)tenay 
area.  In  the  lower  mainland  electric  heating  distributors  are  reviving  the  Electric  Heating 
.\ssn.  and  suggesting  standards  that  should  be  maintained  to  give  utmost  satisfaction  from 
electric  heat. 

.Sacramento  Valley  Electric  League  celebrated  its  15th  anniversary  with  a  s|>ecial  meeting  re¬ 
cently,  bringing  together  all  of  the  past  presidents,  all  15  ol  them.  Glark  Baker,  founder  and 
first  president,  was  presentcnl  a  plaque  and  life  membership  by  League  President  Myles  .Myers 
in  recognizing  his  10  years  of  service  to  the  electrical  industry. 

\  new  L549-ft-high  television  antenna  that  will  be  used  by  all  three  stations,  K(;R.\-TV, 
(ihannel  55;  KXl'V',  Ghannel  10;  and  KOVR,  Ghannel  13,  in  .Sacramento  will  reduce  the  ne¬ 
cessity  for  the  tall  antennas  on  the  hxal  homes,  which  are  becoming  a  ha/aid  as  they  age. 
campaign  to  install  new  and  lower  antennas  is  being  considered  by  the  .Sacramento  V’alley  Elec¬ 
tric  League. 

Dates  for  the  Western  Region  meeting  ol  National  .\ssn.  of  Electrical  Distributors  tiext  year 
have  been  anncjunced  as  Sept.  16-19,  1962,  at  the  Empress  Hotel,  \'irtoria,  B.  C^.  N'.\ED  has  also 
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adopted  a  new  plan  discontinuing  the  travel  reimbursements  for  member-delegates  next  year 
for  the  national  convention  at  Pittsburgh.  May  12-16.  More  area  meetings  are  contemplated 
rather  than  emphasis  on  the  national  convention.  More  of  the  new  services  being  provided  by 
the  association  will  thus  be  given  local  consideration  at  area  meetings. 

Planning  for  next  year’s  Pacific  Northwest  regional  conference  of  Illuminating  Engineering 
Society  which  will  be  held  at  Davenport  Hotel.  Spokane,  May  17  and  18,  was  started  at  a  Itxral 
activities  committee  meeting  held  in  Spokane  in  October  under  Jack  T.  Ca)ttingham,  regional 
vice  president.  In  addition  to  section  and  chapter  officer  briefing  on  association  operation,  he 
selected  Ted  \\’.  Beaille  of  Washington  Water  Power  Ck).  and  Andy  Genor  of  Line  Material 
Industries  in  Spokane  as  co-chairmen  for  the  conference.  Program  chairman  will  be  Wendell 
E.  Phelps  of  Cieneral  Electric  (k).,  Spokane;  publicity  under  George  E.  Romans.  Washington 
Water  Power,  and  finance  under  .\rne  Rintala  of  the  same  company. 

From  the  Dc'sk  of  Olin  H.  Ririe,  President 
Northwest  Electric  Light  it  Power  .\ssn. 

NELP.\’s  54th  .\nnual  Meeting,  which  was  recently  held  at  the  Sheraton-Portland  Hotel, 
elected  me  to  the  presidency  of  this  fine  association,  and  1  am  gratified  to  have  received  this 
honor.  Having  been  a  member  of  NELP.\  for  over  20  years,  I  have  watched  its  growth  in 
membership  and  service,  and  it  is  my  desire  to  maintain  the  gocxl  work  my  predecessors  have 
done. 

I  am  proud  to  announce  the  officers  who  will  aid  me  in  NELPA  affairs  during  the  coming 
year:  C:laude  R.  Kingsbury,  district  manager  of  Ohio  Brass  Ck).;  R.  F,  Plymire,  vice  president, 
Puget  Sound  Power  &  Light  (k>.;  J.  E.  Corette,  president.  .Montana  Power  Go.— each  to  a  posi¬ 
tion  of  vice  president:  and  W,  A.  “Dick”  Drushal,  general  auditor  of  Utah  Power  &  Light  Go., 
as  treasurer.  These  men.  with  Frank  Warren,  immediate  past  president  of  NELPA.  and  myself, 
constitute  the  executive  committee. 

Unanimously  elected  to  honorary  life  meinlierships  of  NELP.A  for  their  meritorious  service 
to  the  electrical  industry  and  to  the  asscxiation  were  the  following  membt*rs:  L.  E.  Wiggans, 
Galifornia-Pacific  Utilities  Go.,  Baker,  Ore.;  Walter  E.  Potter,  (;eneral  Electric  Lamp  Division. 
Portland;  G.  G.  Walker,  (ieneral  Elec  tric  Go.,  San  Francisco;  John  P.  Lawton,  Ciraybar  Electric 
Go.,  Seattle:  J.  G.  Hamilton,  Pacific  Power  &  Light  Go.,  Sunnyside,  Wash.;  L.  W.  Dick,  Pacific 
Power  Light,  5akima:  W.  G.  .Mainwaring,  Peace  River  Power  Development  Go.,  Vancou¬ 
ver,  B.  Ck;  E.  W.  Bredemeier,  Walter  Brenton  and  Bill  Hudleson  of  Portland  Cieneral  Electric 
Cki.,  Portland;  Frank  .McLaughlin,  J.  Harvey  Leach  and  R.  ^V.  Peterson  of  Puget  .Sound  Power 
&  Light  Go.,  Bellevue,  Wash.;  Dana  Johnson,  .Sangamo  Electric  (ki.,  San  Francisco;  C^arl  Hoff¬ 
man,  Washington  Water  Power  (k).,  Spokane;  and  Henry  L.  V'incent,  Westinghouse  Electric 
Supply  Go.,  Spokane. 

The  Business  Development  Section  just  completed  its  first  conference  meeting  in  Spokane, 
since  the  section’s  new  committee  organization.  .According  to  Darcie  White,  Utah  Power,  re¬ 
tiring  chairman,  this  was  the  first  meeting  under  the  new  committee  concept  and  general  con¬ 
sensus  was  that  the  meeting  was  quite  successful.  The  Ciuidance  (kmnnittee  hekl  a  meeting  at 
the  close  of  the  conference  where  they  hashed  over  the  weak  spots  of  this  new  committee  organ¬ 
ization  and  elected  the  following:  .Section  chairman,  Leo  Ghaffin,  Portland  (ieneral  Electric, 
vice  chairman.  W.  W.  Talbott,  .Montana  Power;  Electric  Home  ft  Farm  Bureau  chairman, 
Preston  .Mortimer,  Idaho  Power,  and  vice  chairman,  ,\1  (kuich,  Puget  .Sound  Power  &  Light; 
Gommercial  &:  Industrial  Bureau  chairman,  .Alan  G.arlson,  Washington  Water  Power,  and  vice 
chairman,  Wayne  Midcock,  lUah  Power  &  Light. 

Leo  (diaffin,  Portland  (ieneral  Electric  Go.,  newly  elected  chairman  of  the  section,  says  big 
things  are  being  planned  for  next  year’s  Business  Development  Gonference,  to  be  held  in  Boise, 
Idaho,  at  the  Hotel  Boise,  Oct.  1-3,  1962.  The  section’s  ten  working  committees  under  the  new 
committee  organization  assures  continuity  of  their  efforts  of  accomplishing  their  objectives  on 
a  vear-round  basis,  and  to  fulfilling  their  theme  of  “The  Future  Demands  .Salesmanship." 

It  is  a  pleasure  to  welcome  to  N’ELP.A  Pennington  Grossarm  (k).,  Eugene,  Ore.,  whose  com¬ 
pany  membership  is  represented  by  Vice  President  John  L.  Pennington. 
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PUBLIC  SERVICE  CO.  OF  COLORADO  uses  pole-mounted  electronically  controlled  L-M  reclosers  to  protect 
all  main  feeder  distribution  lines.  Here  an  L-M  Type  WE  recloser  protects  a  9Q00  kva,  7,620/13,200  grounded 
wye  feeder  in  a  suburban  location,  supplying  a  combination  residential,  commercial  and  industrial  load. 


Public  Service  of  Colorado  Simplifies 
Protection  With  L-M  Electronic  Reclosers 


three-phase  reclosers,  load  increasesand  neces¬ 
sary  protection  changes  can  be  made  with 
maximum  flexibility.  Minimum  phase  trip 
and  ground  tripcurrent  ratings  can  bechanged 
by  simply  replacing  present  cartridge  with  a 
new  cartridge  of  desired  rating  as  the  load 
grows. 

No  down  time  for  untanking  or  relay  chang¬ 
ing  is  necessary.  L-M  electronic  Type  WE  and 
RE  reclosers  provide  greater  flexibility,  greater 
accuracy,  and  greater  accessibility  than  do 
other  reclosers  or  OCR's. 

Get  complete  details  from  your  L-M  Field 
Engineer  on  how  your  system  protection  can 
be  simplified,  at  a  cost  lower  than  other  com¬ 
parable  protective  devices.  Or  write  Line 
Material  Industries,  Milwaukee  1,  Wisconsin. 
In  Canada:  CLM  Industries,  McGraw-Edi- 
son  (Canada)  Limited,  Toronto  13,  Canada. 


Several  years  ago,  engineers  at  Public  Service 
Company  of  Colorado  developed  a  plan  to 
simplify  the  application  of  protection  to 
7.6/13.2  kv  distribution  feeders.  This  simpli¬ 
fication  is  employed  on  both  new  loads  and 
conversion  of  overloaded  4  kv  areas,  and  in¬ 
volves  the  use  of  heavy  duty  single-phase  and 
3-phase  reclosers  and  sectionalizers. 

Main  feeders  of  6000  to  9000  kva  supply 
power  to  distribution  laterals.  These  lateral 
circuits  constitute  most  of  the  exposure  of  the 
feeders  and  are  subjected  to  the  majority  of  the 
faults.  Standardized  L-M  reclosers,  sectional- 
iz  Ts,  and  cutouts  protect  these  lateral  lines. 

The  introduction  of  L-M  Type  WE  and 
1  pe  RE  reclosers  with  electronic  control  has 
a  led  a  new  dimension  for  PSCo.  of  Colo- 
ra  o  to  the  simplification  of  protective  equip- 
m  nt  application.  With  these  pole-mounted 


L-M  TYPE  RE  RECLOSER  with  electronic 
control  can  be  easily  installed  in  sub¬ 
station  or  on  pole  top.  Here  the  control 
cabinet  is  conveniently  located  at  the 
bottom  of  the  pole.  Connection  be¬ 
tween  recloser  and  control  is  made  by 
a  plug-in  control  cable. 
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